ETag: "30843938f096c61ac0b1d98f160a3a49"
accept: */*
authorization: AWS Eg3cFKRiQeAQ7YZp:REDACTED_BY_IA_S3
connection: close
content-length: 8720267
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: iFixitS3PHPClass
x-amz-acl: public-read
x-amz-date: Tue, 21 Dec 2010 14:30:37 GMT
x-archive-auto-make-bucket: 1
x-archive-meta-collection: iFixit_manuals
x-archive-meta-date: 2010
x-archive-meta-description: <a href="/Guide/Repair/Installing-MacBook-Pro-15-Inch-Unibody-Mid-2009-Logic-Board-Replacement/1729/1">See original source.</a>
x-archive-meta-licenseurl: http://creativecommons.org/licenses/by-nc-sa/3.0/us/
x-archive-meta-mediatype: texts
x-archive-meta-sponsor: iFixit
x-archive-meta-subject: repair,service manual
x-archive-meta-title: MacBook Pro 15&amp;quot; Unibody Mid 2009 Repair Manual
x-archive-meta-year: 2010
